
®oton of Arlington 
©fftte of tfje ®oton Manager 


Building Maintenance Committee 
June 13, 2013 

Town Manager’s Conference Room 
AGENDA 


1. ) Committee Organization 

2. ) Committee Charge 

- Adam W. Chapdelaine, Town Manager 

3. ) Permanent Meeting Time 


